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VENDOR QUALITY SURVEILLANCE / THIRD PARTY VENDOR INSPECTION / MATERIAL INSPECTION 


"INAT" Inspection Services offers comprehensive Vendor Quality Assurance services, ensuring that the quality level of 
material and equipment provided to our customer meets all the defined requirements. 

An organized and properly implemented vendor quality assurance program can be cost effective in assuming that a project 
will not be delayed or shutdown due to deficiencies in the quality of materials or equipment supplied. 


"INAT" Vendor Quality Assurance Representatives are qualified by the company and they are certified by Internationally 
recognized organizations such as TWI, ASNT, API, AWS and ASQC. The service aims to control at the premises of the 
manufacturer or sub-contractor, the quality of workmanship and the conformity of the manufactured equipment with the 
purchase specifications, the applicable drawings, codes and standards and other relevant contractual documents. The level of 
"INAT" involvement will be identified in an Inspection and Test Plan. 


" Mechanical (Vendor Manufacturer Inspection and Assessment) 
Pressure Vessels as per API 510, Steel Tank Inspections as per API 650, Piping Inspection as per API 570, Pipes/ Fittings/ Flanges as 
рег ASTM A234/ API 5L/ ASTM A53/ ASTM A106/ ASTM A105/ ASTM A350, Valves as per API 600, 602,598, 6D, Steel plates, 
Structural steel as per AWS D.1.1, Rotary Equipment, Pumps, Compressors, Turbines, Generators, RTR Pipes, Fiber Glass Tanks, Studs,/ 
Bolts/ Nuts/ Washers, Steel Doors, Frames and others. 


" Electrical and Instrument (Vendor/ Manufacturer Inspection & Assessment) 
Wires and Cables, Conduits, RSG, PVC, Transformers, Switch Gears, Switch Racks, Panel Boards, Control Systems, Fire Fighting System, 
Security Systems CCTV, Paging Systems/ Fence Intrusion Systems, Electrical fixtures, Lighting Poles, UPS System, Cathodic Protection 
and others. 


u Civil Vendor Inspection 
Aluminum Doors and Windows, Blast Doors, Pre-cast Concrete, Chain Link Fence, Hollow Metal Doors, Frames and Hardware, 
Structural Steel Works, Anchor Bolts, Batching Plants, Concrete Mix Design, Asphalt Mix Design and others. 


« Quality Procurement 
Supervision of procurement material, preparation of Inspection and Quality Requirement for material as per client’s specifications and 
standards 


" Expediters 
Expediting enables the site construction work to proceed as scheduled and helps to minimize delays and costly product deficiency 
issues. 
Our Expediters are experienced in utilizing specification criteria defined by International Standards and Client Specifications. 


MANAGEMENT SYSTEM CERTIFICATION BODY 


" |SO 9001:2015 Certification (Quality Management System) 

= ISO 14001:2015 Certification (Environmental Management System) 

" |SO 45001:2018 Certification (Occupational Health & Safety Management System) 
" |SO 22000:2018 Certification (Food Safety Management System) 

" |SO 27001:2013 Certification (Information Security Management System) 

" |SO 5001:2018 Certification (Energy Management Systems) 

= ISO 37001: 2016 Certification (Anti Bribery Management Systems) 


AUDIT & PROCESS IMPROVEMENT SUPPORT 


= Construction, Procurement and Design Audit 

" Third Party Pre-Assessments and Surveillance Audit 

u First, Second and Third Party Audits 

u Vendor Surveillance Assessment/ Audit 

m QMS Audits 

= Manufacturer Facility Audit 

= Performance Audit 

" Preventive Measures and Improvement in Total Quality Management System 
«u Developing Skills for Quality Managers 

= Process Design and Improvement 


= Preparation and Implementation of Flow Chart and Statistical Analysis Techniques 2/4 


IN SERVICE INSPECTION & OTHER INSPECTION 


Equipment can break down at any time when it is in service, which can lead to delays in production, increasing costs and 
liability. To prevent these situations from occurring, it is important to schedule inspections regularly. This will ensure that the 
equipment has been installed, operated, and maintained properly under the watch of a qualified inspector. 


Our In-service inspection is more effective for maintenance inspections, performance verification and preventive failure 
analyses to maximize productivity and reduce costly downtime and meet safety, compliance standards, specification and 
regulatory requirements which includes: 


In-Plant Inspections 
Plant integrity, safety & reliability are major concerns to all plant operators and managers. The challenge to management is to ensure 
that their assets are in a fit-for-service condition, complying with regulatory and company requirements in the most reliable, safe and 
cost-effective manner, our in-plant services assist our clients to achieve this. Our in-plant inspections are performed using a RBI 
methodology following API 580 and API 581 principles. Supplemented by API 570, API 510 and API 653 codes, we inspect the 
following elements: Tanks, Piping, Pipelines, Pressure Vessels, Heat Exchangers, Coolers, Structures, etc. 


Pipeline Integrity Inspection Service 
Pipelines are critical business assets, their integrity, safety & reliability are major concerns to pipeline operators and owners. Our 
pipeline integrity inspection service which is based on API 1163 and ASME 31.8S, enables us to assist our clients to ensure that their 
assets are in a fit-for-service condition and comply with regulatory requirements. We are able to provide this service with minimum or 
no disruption to pipeline operations. 


Tank Inspection Services 
We perform aboveground storage tank inspections in the petroleum and chemical industries. Our tank inspection services assist our 
clients in maintaining the integrity of their tanks, through enhancing safety, protecting the environment and making sure their assets 
are fit-for- purpose. We perform comprehensive tank inspections, which meet and exceed, the requirements established in АР! 
650/653 codes. 


Risk Based Inspection (RBI) Services 
RBI is a method for using risk as a basis to prioritize and manage the efforts of an inspection program, based on the consequences of 
failure of components and systems. It helps to ensure that facilities are fit-for-purpose, the protection of the environment, the safety of 
personnel and avoid costly unplanned shutdowns. 


Crane Inspection and Inspection of Hoisting and Lifting Equipment 
Our Inspection ensures the safety and reliability of Crane, hoisting and lifting equipment and compliance with statutory requirements. 
It is require to ensure that they are safe, and in compliance with statutory requirements. 


Failure Analysis and Investigation 
Our Service includes the root cause failure analysis, testing of metal products makes use of macroscopic and microscopic examination 
methods, as well as other investigative tools such as nondestructive testing, mechanical testing and chemical analysis. The failure 
analysis investigation concentrates on the metallurgical aspects of the failure. They generally do not emphasize factors such as stress 
or load distributions. 


Technical Assistance and Inspection during Shutdown 
Our effective inspection and technical assistance during turnarounds enables to decrease costly downtime and re-start operations as 
quickly and as safely as possible. 


RAILWAY COMPONENT AND EQUIPMENT INSPECTION 


"INAT" with experienced staff is providing Quality Assurance Services Associated with the procurement of Stock Rail, our 
qualified representatives are extremely well educated in the applicable inspection codes such as American Welding Society 
(AWS) О!.1 and О!.5; AASHTO; ASTM Standards E10, E142m E164 and E709; AISI; and SSPC with specific knowledge in 
Manual for Railway Engineering, “ Specifications for Steel Rail; Fabrication of Continuous Rail, Thermite Welding, 


Our Inspectors monitor the production process, non destructive weld evaluations, dimensional analysis reviews and coating 
inspections. In— service inspections include damage verification, post repair as well as repair shop assessment and 
evaluations to reduce non-physical errors in the fabrication process. Inspections during the fabrication of Special Track work 
including Turnouts and their components such as: Switch Points, Frogs, Guard Rails, Tie Plated, Gauge Rod, and Concrete and 


Timber Ties. 
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PAINTING AND COATING PROCEDURE QUALIFICATION AND FAILURE ASSESSMENT 


INAT provides a coating inspection service to the engineering industry both On shore and Off Shore, we also act as third 
party inspector on client's behalf. Our capability includes application Testing and Inspection as well as routine condition 
monitoring of rubber, bitumen PE, glass, paint coated surfaces and failure assessment. 


WELDING PROCEDURE AND WELDER QUALIFICATION 


Developing welding procedures in accordance with a welding code or standard requires that physical weld samples be 
produced, inspected, and tested to establish qualification. Welding procedures are usually divided into two categories, the 
Procedure Qualification Record (PQR) and the Welding Procedure Specification (WPS). 


Perform Welder Performance Qualification, Welder certification determines a welder's skill and ability to deposit sound weld 
metal. The welder's tests consist of many variables, including the specific welding process, type of metal, thickness, joint 
design, position, and others. Most often, the test is conducted in accordance with a particular code. 


PROJECT SUPPORT SERVICES 


New construction Supervision/ Monitoring/ In process Surveillance/Technical Manpower 

We offer full Project support include QA/QC team members and supervision during the construction phase, comparison of 
actual construction to the design, verification of proper use of procedures and materials, technical inspection of the 
structure and supervision of (sub-) contractors. As well as Plant and other Industries, 


= Project Managers/ Construction Managers = Radiation Safety Officers 

u ОА/ОС Managers/ Supervisors = Document & Record Controllers 
= QA/QC Electrical/ Mechanical/ Civil/ Instrumentation Inspectors " Laboratory testing Team 

= Project Inspection Monitoring Supervisors * Geotechnical Crew | 
" QC Procurement Manager/ Supervisors " Planners/ Schedulers and Expeditors 
= API Inspectors = Surveyor Crews 

" Vendor Inspection Supervisors * NDT Level 1 Technicians 

= Welding Inspectors " Civil Testing Technicians 

" Painting Inspectors = QMS Representatives 

m Cathodic Inspectors " Calibration Technicians 

= Plant Inspectors " LEEA Inspector | 

= Concrete Crack Investigators = IRCA Certified Auditors 


TECHNICAL CONSULTANCY 


INAT provides assistance to Vendors, Manufacturers and Laboratories to establish their facilities for their main client 
requirement in order to get them registered and approved in the vendor list of main clients. 


Structure Steel, Tanks & Pressure Vessel Facility 
Mechanical & Civil Laboratory Testing Facility 
Instrument Calibration Facility 

Development of Company Standards & Specifications 


TRAINING 


ISO 9001: 2015 Awareness & Internal Audit = Non Destruction Testing as per ASNT Level III 
ISO 9001:2015 Lead Auditor = Non Destruction Testing as per ASNT Level II 
ISO 14001: 2015 Awareness & Internal Audit = API 510 Pressure Vessel Inspectors 

ISO 14001:2015 Lead Auditor = API 570 Piping Inspectors 

ISO 45001:2018 Awareness & Internal Audit = API 653 Tank Inspectors 

ISO 45001:2018 Lead Auditor « Third Party Vendor Inspection (Mechanical) 
Six Sigma & Project Management Professional « Third Party Vendor Inspection (Electrical) 
Quality Statistical Analysis " Plant Inspection — Internal 

Individual Improvement Program = Radiation Safety Officer — (External) 

Welding Inspector (CSWIP & AWS) = Industrial Safety 


Painting Inspector (BGAS & NACE) = Calibration for Electrical & Instrumentation Equipment 4/4 
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CIVIL TESTING SERVICES 


New Technologies have increased construction liability and revised building standards have made quality testing 
integral to the successful completion of today's construction projects. that is why quality testing is consider most 
important for the successful project completion and increase reliability 


"INAT" 17025 Accredited Testing Laboratory Services offering wide range of Civil Testing Services performed by 
our highly qualified testing engineers, technicians with most of there background from civil and geology, backed 
by documentation needed to ensure that our customer meets all the defined requirements and Standards. Our 
tests are conducted in accordance with the both National and International Standards. 


Our Main Services include but not limited to: 


u Soil Testing =" Concrete Structure Inspection and failure assessment 
" Aggregate Testing " Structural Integrity , defect and voids in concrete & 
=" Concrete Testing rock 

" Cement Testing " Durability Assessment of Reinforced concrete 

" Asphalt and Binder Testing Structure 

=" Chemical & Water Testing = NDT Compression test by Schmidt Hammer 

" Petro graphic Analysis " МОТ by Pulse Velocity for concrete 

" Rockand Rock Foundation Testing " Core Drilling 

" Mortar Testing = Steel Rebar Testing 

= Bitumen Testing " Rebar Locator & cover distance measurement 

" Superpave testing, = Pull off Test 

" Field Testing by NDG " Concrete coating Thickness measurement 

u Field Testing by Electrical Density Gauge " Concrete Mix Design 

= Pavement Investigation = Structure and Foundation Testing 

= Asphalt Mix Design « Brick & Block Testing 

= Other special test based on client requirements = Site Investigation 


Our technical staff contribute to diversify their skills from material testing to Analytical Chemistry, with 
backgrounds stemming from Soil Investigations, Geological Survey, Geophysical Survey, Testing of Soil, 
Aggregate, Concrete, Asphalt, Environmental Survey and others. 


Technical Consultancy Ability to establish Site/ Mobile Laboratory 

Scope of services includes: INAT maintains several sets of laboratory equipment 

= Design and implementation of quality control and logistics in order to establish site/ mobile 
programs. laboratories along with Inspection and Testing of 

" Supply of testing equipment, logistics, staff and varying size, scope and capacity, whenever requested. 
management of site laboratories. Our Technical Staff is ready to mobilize to any location 

" Onsite materials testing with Our Mobile Laboratory. 


= Preparation of periodic quality control and 
statistical analysis reports. 
= Design and implementation of quality control 


programs for manufacturing facilities such as: Training for Civil Testing Laboratory and 
Geotechnical Staff 
" Ready mix concrete plants "= Conducting training courses and seminars for: 
= Asphalt production plants " [aboratory Technician 
" Precast unit plants " [aboratory Supervisor 
" Blocks and tiles factories = Geotechnical Investigation and others 
= Concrete additives manufacturing plants " CPT by Seismic Cone 


" Building materials factories 
" Evaluation of materials quality utilizing 


statistical techniques 
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GEOTECHNICAL INVESTIGATIONS 


INAT Group 17025 Accredited providing geotechnical investigation services both Onshore and offshore drilling 
ranging from cone penetration testing (CPT), to conventional drilling techniques, sampling and borehole testing, 
geological mapping, geophysical methods and other require methods to acquires geotechnical and other data to 
characterize the subsurface. Data is collected using a variety of methods, tools, sensors and Laboratory tests. 


INAT site and geotechnical investigation services consist of: 


= Onshore and offshore drilling 

" Soil and rock laboratory testing 

= Geotechnical studies for dams, roads, buildings and 
retaining structures 

" Geological surveys including geological and geotechnical 
mapping 

Geotechnical and structural 

" Measurement of pore water pressure and groundwater 
level 

" Measurement of settlement 

" Measurement of ground movement 

= Measurement of pressure/ stress and strain 

" |nvestigation, monitoring and analysis for slope stability 


Consultation on special geotechnical studies 
Prospecting studies for mining and construction 
materials 

Research programs and training courses 
Interpretive reporting of field and laboratory test 
results 

Hydrological studies 


Other Geotechnical Services 


CPT by Insitu Vane and Seismic Cone 
Cone Penetration Test (Manual) 
Pressure meter Test 

Plate Bearing Test 

Down Hole Shear wave Velocity Test 


GEOPHYSICAL STUDIES AND TESTING 


INAT Group 17025 Accredited providing offers onshore and near shore geophysical services for investigating the 
ground both on surface as well as borehole, geophysical surveys are provided where the latest techniques and 
advanced analysis software are employed for data acquisition, processing and interpretation of results. Our 
Modern equipment and skilled staff are readily available to meet the client's needs and expectations effectively 


and in a timely manner. 
The scope of services of the Geophysical Studies includes: 


Surface seismic survey 

= Seismic refraction 

" Seismic refraction tomography (SRT) 

= Multi-channel analysis of surface waves (MASW). 
= Spectral analysis of surface waves 


Electrical & Thermal survey 

= Electrical resistivity tomography (ERT - 20 & 3D) 
= Vertical electrical sounding (VES) 

" Spontaneous/Self Potential (SP) 

= Shallow direct — current (DC) 

u electrical resistivity sounding 

" |nduced polarization (IP) 

= Thermal resistivity 


Other local specialist services include 
= Ground Penetrating Radar (GPR) 

= Electromagnetic Survey (EM) 

= Thermal imaging 

= Gravity surveys 


Standard borehole logging methods 
«u Three-arm caliper logging 

=" Temperature conductivity logging 

= Natural gamma logging 

= Gamma — gamma (density) logging 
= Impeller flow meter logging 

" Electric logging 


Borehole seismic survey 

u Full wave sonic logging 

= Down-hole seismic test 

" P&S wave suspension logging 

u Cross-hole seismic test 

" Cross-hole seismic tomography 
= Seismic cone penetration test 


Marine Geophysical & Oceanographic 
Investigation 

" Bathymetry 

" Sonar Imaging 

" Sub Bottom Profiling 

= Oceanographic Surveying 

u Underwater Services, 3/4 


PILE TESTING SERVICES 


Pile Testing Instrumentation 
INAT offering Services in pile quality control and testing and general geotechnical instrumentation. INAT 
providing a range of testing, monitoring services prior to, during and after construction of piles for both Onshore 


and Offshore 


The scope of services of the Pile Testing & Instrumentation includes: 


"= Low strain integrity testing " Static pile load testing 

" High strain dynamic testing u |nstrumented pile load testing 

" Cross hole sonic logging " |nstrumentation of driven piles 

" Caliper logging testing " PDM Pile Test and Deflection Monitoring 


ENVIRONMENTAL STUDIES AND TESTING 


INAT provides an array of professional environmental sampling and testing services that comply with the most 
stringent regulatory requirements in the environmental industry. 


INAT environmental studies and testing scope of services includes: 

" Environmental baseline surveys 

" Environmental impact assessment studies 

" Environmental and water studies in areas of groundwater, surface water, dams and soil 

" Green building assessment studies 

u Investigation of potentially contaminated sites for the extent of contamination of land and ground water for 
the purpose of environmental baseline/environmental impact studies 

" Drilling of boreholes by various drilling techniques and installation of piezometers 

= LNAPL interface measurement 

" Environmental sampling of soils and ground water 

u In-situ VOC screening, water analysis and gas measurement 

= Laboratory analysis of encountered samples for complete suite of environmental contaminants 

« Preparation of reports by using different data presentation methods, including AGS 

= Control of quality of drinking water 

u Testing for environmental discharge permits of wastewater, recycled water, hazardous waste and industrial 
waste 

" Testing of soils for agricultural & landscaping purposes and water for suitability for irrigation 

" Characterization of indoor air quality and evaluation of human exposure concerns 

= Noise surveys 


CHEMICAL AND WATER TESTING 


Our testing services covers Drinking Water, Seawater, Groundwater, Surface & Soils Sediments, Solids, Cements 
which includes: 

= Physical properties 

u Inorganic analysis —metals, inorganic nonmetallic constituents 

" Organic analysis- individual compounds (TPH, VOC, SVOC, РАН, PCB, etc.) 

" Organic analysis- aggregate organic constituents (TOC, BOD, COD, etc.) 

= Microbiological analysis. 

= Wet Chemistry (pH, EC, Turbidity, TKN, Ammonia, Cyanide, BOD, COD, TSS, TDS, etc.) 

u Trace Metals (Fe, Cu, Mn, Cr, Cd, Ag, Pb, Al, Zn, etc.) 
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ADVANCED NDT INSPECTION SERVICES 


INAT offers the following NDT services (Advanced) to ful8il 
the needs of Oil & Petrochemical and Industrial operations. 


CONVENTIONAL NDT INSPECTION SERVICES 


INAT offers the following NDT services (Conventional) to 
fulfill the needs of Oil & Petrochemical and Industrial 


operations. « Phased Array Ultrasonic Testing ( PAUT) 

= Radiography Testing (RT) = Time Of Flight Diffraction Method ( TOFD) 

= Ultrasonic Testing(UT) " Eddy Current Testing (ET) 

= Magnetic Particle Testing (MPT/MT) " Corrosion Mapping 

" Ultra Sonic Thickness Gauging (UTG) = Tank Inspection, 

= Liquid Penetrant Testing (LPT/PT) " Plant Inspection during shut down by using NDT Method 
= Visual Testing ( VT) = API Inspection 


= Hardness Testing 


= Radiography Film Interpretation Services (RTFI) 
= Positive Material Identification (PMI) 
= Post Weld Heat Treatment (PWHT) Services 


WPS, PQR & WQT SERVICES 


INAT provides the WPS, РОВ апа WOT services for all type 


of projects as per the codes, standards and speci8ications 


CONVENTIONAL NDT INSPECTION SERVICES 


RADIOGRAPHIC TESTING (RT) 

This technique involves the use of 
penetrating Gamma or X-ray radiation 
to examine parts and products for 
imperfections. An X-ray machine or 
radioactive isotope is used as a source 
of radiation. Radiation is directed 
through a part and onto 8ilm or other 
media. The resulting shadowgraph 
shows the internal soundness of the 
part. Possible imperfections are 
indicated as density variations in the 
film. 


ULTRA SONIC THICKNESS GAUGING 
(UTG) 

Ultrasonic Thickness Gauging is a 
widely used non-destructive testing 
technique for measuring the thickness 
of a material from one side. It is fast, 
reliable, and versatile, and unlike a 
micrometer or caliper it requires access 
to only one side of the test piece. It will 
give very accurate results in terms of 
micrometer and, as per client 
requirements we can access the painted 
surfaces and cladding surfaces also. 


HARDNESS TESTING 


Hardness is the resistance of a material to localized 
deformation. The term can apply to deformation from 
indentation, scratching, cutting or bending. In metals, 
ceramics and most polymers, the deformation considered is 
plastic deformation of the surface. We will provide all types 


of hardness measurements like 
i) Brinell Hardness Testing 
ii) Rockwell Hardness Testing 
iii) Vickers Microhardness 


ULTRASONIC TESTING (UT) 
Ultrasonic Inspection is a non- 
destructive testing method in which 
beams of high-frequency sound 
waves are introduced into materials 
for the detection of subsurface flaws 
in the material. The reflected beam is 
displayed and then analyzed to define 
the presence and location of flaws or 
discontinuities. 


PENETRANT TESTING (PT) 

Apart from visual inspection this is 
probably the oldest and most widely 
used of all the NDT methods. It can 
be used on any non-porous material. 
Its use is confined to the detection of 
surface breaking defects. 


MAGNETIC PARTICLE TESTING (MPT) 
Magnetic Particle Inspection (MPI) is 
used for the detection of surface and 
near-surface flaws in ferromagnetic 
materials. A magnetic field is applied to 
the specimen, using a permanent magnet 
(or ) electromagnet to detect 
imperfections in material, using the 
following yokes and prods. 

i) AC Yoke 

ii) AC/DC Yoke 


POSITIVE MATERIAL IDENTIFICATION 
(PMI) 

Positive Material Identification (PMI) is the 
identification and analysis of various metal 
alloys by their chemical composition 
through non-destructive methods. 

PMI can be conducted on-site or in the 
laboratory. 

PMI helps our customers choose the right 
materials for their application from this 
vast market . 


RADIOGRAPHY FILM INTERPRETATION SERVICES (RTFI) 
In addition to producing high quality radiographs, we are also 


(1) detection, 


(3) evaluation. 


providing Radiography Film Interpretation Services ( RTFI) 
for clients as per their requirements, we also supply well 
experienced RTFI Manpower to clients. Interpretation of 
radiographs takes place in three basic steps: 


(2) interpretation, and 


All these steps make use of the radiographer's visual acuity. 
Visual acuity is the ability to resolve a spatial pattern in an 


image. 
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ADVANCED NDT INSPECTION SERVICES 


PHASED ARRAY ULTRASONIC TESTING (PAUT) TIME OF FLIGHT DIFFRACTION (TOFD) 
INAT provides Phased Array Ultrasonic Testing to INAT provides Ultrasonic TOFD to inspect welds 
inspect welds of process equipment, piping and of process vessels and piping. TOFD is a reliable 
structures (PAUT) offers very reliable detection and and fast advancing ultrasonic technique with 
sizing capabilities along with a permanent record of good sizing capabilities and higher inspection 
ultrasonic inspection. speed. 
EDDY CURRENT TESTING (ET) CORROSION MAPPING 
INAT provides complete Heat Exchanger Corrosion mapping is a technique which maps 
inspection solutions for various tube materials by material thickness using ultrasonic techniques. 
following methods. Variations in material thickness due to corrosion 
" Eddy Current Testing (ET) - for Non- can be identified and graphically portrayed as 
Ferromagnetic Tubes. an image. The technique is widely used in the oil 
" |RIS (Internal Rotary Inspection System) and gas industries for the in-service detection and 
" Any material for accurate wall thickness. characterization of corrosion in pipes and vessels. 
= Magnetic Flux Leakage Testing (MFLT) The data is stored on a computer and may be 
" For Ferromagnetic and Fin fan Coolers Tubes. colour coded to show differences in thickness 
= Remote Field Eddy current Testing (RFT) readings. 


=" For Ferromagnetic Tubes. 


MECHANICAL AND DESTRUCTIVE TESTING 


" Bend Testing = Hardness Testing ( Brinell, Vickers, Vickers 
" Graphite Assessment Microhardness, Knoop) 

u Corrosion Testing = Chemical Analysis 

u Impact Testing " Proof Load Test 

" Tensile and Compression Testing " Shear Testing 

" Drop Weight Tear Testing = Spring Testing 

" Fatigue Testing " Fillet Break Tests 

" Fracture Mechanics " Nick Break Tests 


WPS , PQR AND WQT SERVICES 


The purpose of WPS is to determine that the welding operations proposed for fabrication can produce welds with 
required properties for intended application. 


The purpose of PQR is to select material for specific application and to verify the weldment also meet the design 
criteria. INAT is providing PQR services from its own mechanical lab facility. 


The objective of Welder Qualification Test to give maximum confidence that the welds mechanical and 
metallurgical properties meet the requirements of the applicable code/ specification. 


INAT provides the following activities related to welding quality. 


Preparing Welding Procedure Specifications(WPS) as per codes and standards. 
= Witnessing, Third Party Inspection of Welder Qualification Tests. 

= Preparing WPS, POR & WPQ 

" Analysis of Mechanical and Metallurgical Tests. 

= Carrying out NDT Inspection Tests ( UT,RT, MT,PT, VT, etc.) 

" Training of Welders on various Welding Processes. 
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SUPPLY OF NDT EQUIPMENTS (Authorized Rep from America Europe & China Companies) 


Sales & Supplies division of 'INAT NDT' is catering to needy customers and industries by supplying high quality NDT 
Equipment, Accessories and consumables that meet international codes, specifications and standards. Currently we sell and 
supply all types of NDT equipment, which include the following: 


« Phase Array Crawler scanner, Wheel probe/ Transducer 
=  PAUT Chain Scanner, Cobra chain scanner, Immersible concave phase 
array probe, Portable Handheld Probe, 
" Multifunction automatic piping scanner probe for large pipes, 
Automatic scanner for tank probe, small piping scanner, 
= Different type of Probes (Normal Beam, Protective face, High 
frequency delay line, Dual element, Angle Beam, TOFD, TOFD with 
Wedge TRL, Guide Wave, Surface Wave, Spot weld, 1T/3R steel plate 
inspection, Micro Angle Mean, Immersion, Aviation Special, Railroad 
special, Special Dual Element, Hollow shaft, High Temperature, 
UT (UT Flaw Detector, UT thickness , Creeping Wave, Pen Type, high temperature), 
= Different type of Housing, Different type of Connector, different type 
of Wedge, Calibration blocks, 


Advance UT (PAUT, TOFD = Corrosion Scanners Tools, 


Equipment's, Bracelet Chain PAUT) = Tanks Inspection Tools 
u Intelligent Calibration Portable Digital Ultrasonic flaw detector 


ASNT LEVEL | & LEVEL II TRAINING & CERTIFICATION & LEVEL Ш TRAINING 


We provide ASNT Level | & Level II Training and Certification & Level Ш Training to internationally recognized 
certification scheme and employer based scheme as per ASNT, SNT -TC-1A & ANSI/ASNT CP-189. With our well 
experienced and qualified ASNT Level 111 persons, we also provide in-house NDT Training tailored to meet client 
requirements, in the following methods. 


CONVENTIONAL NDT TRAINING ADVANCED NDT & OTHER TRAINING 


" Radiography Testing (RT) = Phased Array Ultrasonic Testing (PAUT) 
= Ultrasonic Testing ( UT) = Time-of-Flight Diffraction (TOFD) 

= Magnetic Particle Testing ( MPT) « Eddy Current testing (ET) 

" Liquid Penetrant Testing ( LPT) = Tanks Inspection 

= Visual Testing (VT) " Forklift operators, 

" UT of TKY Joints = Welders in all positions 

= Radiographic Test Film Interpretation (RTFI) = (rane operators 

« Ultrasonic Thickness Gauging (UTG) = CNC operations 


NDT LEVEL Ш CONSULTING SERVICES 


" Selection of right nondestructive testing methods and techniques suitable for the application. 

Preparation of written practices as per ASNT Recommended practice SNT-TC-1A . 

Training and certification of personnel as per employer's written practice. 

Preparation of procedures based on International, National or In-house Codes, Standards and specifications to 
meet customer requirements. 

Procedure preparation for NDT methods such as Magnetic Particle Testing (MPT), Ultrasonic testing (UT), 
Liquid Penetrant Testing(PT), Radiographic Testing, Positive Material Identi8ication (PMI) and Hardness 
Testing. 

= Review of procedures based on International, National or in-house Standards & Speci8ications 


TRAINING PROGRAMS IN WELDING & WELDERS CERTIFICATION 


We are providing Welding Training Programs in all Welding Processes ( Ex. SMAW, TIG, MIG., etc.) at client’s 
facility as per the standards and codes like ASME SEC IX (Boiler and Pressure Vessel Code), AWS 01.1 (Structural 
Welding Code of Steels) , AWS D1.2 (Structural Welding Code of Aluminium), etc. also certify welder qualifying as 
per Saudi Aramco requirements 
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INAT GROUP ISO 17025 Accredited Calibration Laboratory offering Services to ensure that the equipment installed or 
accessories used in Oil & Gas, chemical Industries, refinery or plants checked regularly after some interval to verify its 
operation ЕЕ meeting compliance standards, specification and regulatory requirements , scope of which includes 


FORCE / FORCE/TORQUE = | | | )J TORQUE PROCESS CONTROL INSTRUMENTIATION 


Torque Calibrators = Tension Gauges Pressure Transmitters Multi gas Detectors 
= Torque Wrenches " Compression Machines = Temperature Transmitters = Anemometers 
= Torque Gauges = Tensile Testing Machines = Level Transmitters = Tachometers 
" Load Cells = Hydraulic Jacks " Flow Transmitters u Densitometers 
" Force Gauges = Volumetric Measurements = Hydrotesting Facilities 
" Universal Testing = Auto Label = Tension & Accessory 
machines up to 60T on = Safety Relief Valves Calibrators 
capacity I/P Converters 
LIFTING EQUIPMENT AND NON-DESTRUCTIVE 
Digital " Frequency meters Crane Certifications PMI Equipment 
" eer multimeters = Volt meters " ЛВ Cranes Calibration 
= Clamp meters = Power supplies = Ultrasonic Flow Detectors = Lux Meters 
u Insulation testers " Digital Earth Testers = Hardness Testers " Stop Watches 
= Earth resistance testers = High Voltage Porosity " MPT Yokes = Sound Level Meters 
= Ohm meters Detectors 
= Ampere meters = Megger Testers 


" High voltage testers 


Pressure Elements Pressure Recorders Mechanical Testing Inspection Tools 
= Pressure Transmitters = Hydraulic Equipment " Profile Gauges 
" Pressure Gauges = Pneumatic & Vacuum = Mechanical Measuring = Gauge Block Sets 
= Pressure Safety Valves Pumps Equipment = Slip Gauges 
u Manometers " Digital Pressure Indicators " Pressure Testing Facilities " Others 


Air t EE 


(WEIGHTS = y GAUGE CALIBRATION ( GAUGE CALIBRATION (DIAL & DIGITAL) J & DIGITAL) 


Specific Gravity Gauges 


= Weighing Scales 
= Load Gauges Calibration 


= Balances 
* Top Loads " Pressure Calibration 
* Dead Weights = Dial Gauge Indicators 
= Other type of Balance” = Digital Gauge Indicators 
" Others 
" Temperature gauges " Dial Indicator = Load Cells = Pressure Calibrators 
= Surface Temperature Thermometers =" Dead Weight Testers = Multi Calibrators 
gauges « Digital Thermometers = Test Gauges = Power Supply 24 VDC 
" Temperature Calibrators = Glass Thermometer " Temperature Baths «a Digital Multimeters 
= Thermocouples = Micro Processor " Decade Resistance « Clamp Meters 
= Thermocouple Ni-Cr-Nil Thermometers Boxes = Set of Instrument Tools 
" RTD = Thermometer " Temperature Calibrators and Fittings 
" Temperature Recorders = Hygrometers 
u Process Calibrators =" Humidity Calibration 
= Temperature Elements = Humidity Recorders 
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DIMENSIONAL CALIBRATION 


Digital Micrometers " Digital Millimeters 
Digital Vernier Caliper = Angle Protractors 
200mm = Laser Range Meter 
Manual Vernier Caliper " Master Level 
Measuring Tapes " Dial Indicators 
Meters = Distance Meters 


WELDING EQUIPMENT CALIBRATION 


" Welding Machines 

= Reference Clamps for Welding Machine 
" Welding Inspection Gauges 

= Others 


PAINTING GAUGES 


a Digital Coating Gauges 

u Dial Coating Gauges 

" Digital Micrometers 

= Dew Point Painting Gauges 
= Surface profile Gauges 

= Holiday Detectors 

" Pin Hole Detectors 

= Others 


ON SITE CALIBRATION FACILITY IN CONTAINER 


OVENS 


Electric Ovens 
Holding Ovens 
Burners 
Incubators 
Desiccators 
Others 


SURVEY METER 


Theodolite 

Auto Level 

Total Station 

Other Surveying Equipment Calibration 


LABORATORY TESTING & BATCH PLANTS 


Nuclear Density Gauges for Compaction Test 

Electrical Density Gauge 

Concrete Batch Plants 

Asphalt Plants 

All Laboratory Standard Equipment 

Chemical Testing Equipment's (PH Meters, TDS Meters, 
Hydrometers, spectrophotometers & Other Equipment's) 
Civil Testing Laboratory Equipment 


INAT capable to provide site services by our Mobile Calibration & repairing on project sites to avoid the delay in process. 
Mobile calibration services provide premium service with maximum convenience, with mobile labs located throughout the 
KSA . Our ISO 17025 accredited mobile calibration laboratories offer a wide range of calibration capabilities including the 
Pressure, Torque, Temperature, Hydraulics, and Electrical measurement disciplines. trailer comes equipped with an inventory 
of test & measurement equipment available. 


PRESSURE SAFETY VALVE CALIBRATION BOTH LAB AND ONSITE 


Bellows safety valve, Diaphragm safety valve, Proportional safety valve , Pilot operated pressure relief valve , Balanced safety 


relief valve, Conventional safety relief valve and other type of valves, 


ON SITE PRESSURE SAFETY VALVE TEST FACILITY IN CONTAINER 


INAT capable to provide Remote Lab site services for pressure safety Calibration & repairing on project sites or INAT can shift 
Mobile container equipment with safety relief valve testing to avoid the delay in process, saving cost of transportation to 
laboratory 


ON SITE FLOW METER FACILITY IN CONTAINER 


NAT provides flow meter calibration services. 


flow meter instruments ensure that the flow meter's measurements are as accurate as their specifications. 
Our comprehensive flow meter calibration services can be custom-tailored to meet your specific requirements either at your 
site or through our mobile lab. 
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CERTIFICATION PROGRAM 


INAT Group provides Certification program. 


Its main operation subject is certification of management systems (quality, environment, 
occupational health and safety protection, information security, food safety, supplier, etc.) 
and provision of other services. 


Our certification scope includes: 

" |SO 9001:2015 Quality Management system (OMS) Certification 

" |SO 14001:2015 Environment Management System (EMS) Certification 

" |SO 4500:2018 Occupational Health and Safety Management Systems Certification 
" |SO 22000: 2018 Food Safety Management Systems Certification 

" |SO 27001:2013 Information Security Management Systems (ISMS) Certification 

" |SO 50001:2018 Energy Management Systems Certification, 

" |SO 22301:2012 Business Continuity Management System 

" |SO 37001: 2016 Certification (Anti Bribery Management Systems) 


AUDITS 


INAT is specialize in Performing First Party, 2nd Party and Third-Party Audit for all type of 
Industries Especially Oil and Gas Industry, Chemical Industries, Laboratories, Aerospace, 
Agriculture, Automotive Industry, Energy & Solar Industry, Food Industry, IT and 
Construction Industry from design stage to project construction till completion or plant or 
warehouse or facilities: 


" Design Phase Audit 

" Procurement Phase Audit 

= Construction Phase Audit 

= Health and Safety Audit 

" Civil, Mechanical, E & | Laboratory Audit 

" NDT, Calibration Laboratory Audit, 

" Onsite Fabrication Facility Audit 

" Manufacturer Facility Audit 

" Performance Audit 

" Vendor Surveillance Assessment and Technical Audit 
" Risk Assessment Audit 

" EMS Audit, 

" |SMS Audit 

" Energy Management System Audit 

= Food Safety Management System Audit 

" Gap Analysis, Preventive Measures and Suggestion for Improvement in Total Quality 


Management System. 2/2 


ISO IRCA CERTIFIED TRAININGS 
COURSES 


PROJECT MANAGEMENT & LEAN 
SIX SIGMA COURSES 


TRAINING, PREPAPATION FOR 
CERTIFICATION 


ASNT LEVEL 1 & II & Ill TRAINING & 
CERTIFICATION 


PERSONNEL CERTIFICAION AS 
PER ISO 17024 


INAT GROUP OF COMPANIES 
www.inatgroupofcompanies.com 
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ISO Certified Courses, Project Management Courses, ASNT Courses & Personnel Certification 


ISO IRCA Certified Courses 


ISO 9001 Foundation Training Course 

This one-day course provides a detailed review of ISO 
9001:2015 include understanding of standard and benefits 
that implementing ISO 9001 can bring. 


ISO 9001:2015 Auditor Transition Training & Individual 
certification 

This IRCA Certified QMS ISO 9001:2015 Auditor Transition 
training course is a two-day transition course meant to 
transition auditors experienced in the 9001 standard to the 
new 2015 revision. This course uses exercises, workshops, 
role playing and case studies to teach the concepts. 


ISO 9001 foundation & Implementation of ISO 9001 

This two-day course provides a detailed understanding of 
the concepts and focus of the ISO 9001:2015 standard and 
provides the knowledge necessary to effectively implement 
an ISO 9001 quality management system. 


ISO 9001:2015 Internal Auditor Training 

This dynamic and interactive three-day course provides a 
foundation on the ISO 9001:2015 standard, the ability to 
interpret and implement requirements and through workshops 
and case studies provides the skills and techniques needed to 
measure the effectiveness of a quality management system 
through an internal audit. 


ISO 9001: 2015 Lead Auditor Training and Individual Certification 

IRCA Certified QMS ISO 9001:2015 Lead Auditor training course is one of the most widely recognized courses around the 
world, five-day course focuses on effective auditing of quality management systems against the ISO 9001:2015 standard and 
includes; planning and preparation of audits, audit techniques and audit reporting. 


ISO 14001 Foundation Training & Implementation 


This two-day course provides a detailed understanding of the ISO 14001:2015 standard and the knowledge and skills 
necessary to effectively implement an ISO 14001 environmental management system. 


ISO 14001: 2015 Internal Auditor Training 


This beginner-level course was developed to teach EMS internal auditing skills and knowledge of the new standard. No prior 
experience or knowledge of the standard is needed, you will learn it all here! 


ISO 14001:2015 EMS Lead Auditor Training 


IRCA Certified EMS ISO 14001:2015 Lead Auditor is one of the most widely recognized courses in our industry. This five-day 
course focuses on effective auditing of environmental management systems against the ISO 14001:2015 standard, planning 
and preparation of audits, audit techniques, and audit reporting. 


ISO 14001:2015 EMS Auditor Transition Training & Certification 

This IRCA Certified EMS ISO 14001:2015 Auditor Transition is a two-day transition class meant for experienced EMS Lead 
Auditors in the 14001:2004 standard to train and transition them into the new 2015 revision of the standard. This course 
focuses mainly on the changes and interpretations for the revised standard. 


ISO 45001:2018 Occupational Health and Safety Management Systems Training Courses 

INAT Training offers a range of ISO 45001 Occupational Health and Safety Management Systems training courses, including 
an ISO 45001 Internal Auditor training course and an IRCA-accredited Lead Auditor course. These Training courses have 
been developed for all learning styles and are taught by industry leading subject matter experts. 


ISO 45001:2018 Awareness 


On day course on detailed understanding of the key terms, definitions and requirements of ISO 45001 and how the standard 


can help your organization to better meet customer needs. 


Foundation& Implementation of ISO 45001:2018 


This two-day course provides a detailed understanding of the ISO 45001 standard and the knowledge and skills necessary to 
effectively implement an ISO 45001 Occupational health and safety management system. 


ISO 45001:2018 Internal Auditor Training 


This two-day course provides a solid foundation on the OHSAS 18001 standard, the ability to interpret and implement 
requirements, plus the skills and techniques to measure the effectiveness of an occupational health and safety management 


system through an internal audit. 


ISO 45001:2018 Auditor Conversion Training 


IRCA-certified three-day course is designed for experienced management systems auditors seeking to add Occupational 
Health & Safety Management Systems auditing to their credentials Conversion from OHSAS 18001:2007. 
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ISO 45001:2018 IRCA Lead Auditor Training 

IRCA-accredited OHSAS 18001:2007 Lead Auditor course is one of the most widely recognized courses in our industry. This 
five-day course focuses on effective auditing of occupational health and safety management systems against the OHSAS 
18001 standard, planning and preparation of audits, audit techniques, and audit reporting. 


ISO 22000 Food Safety Management Systems Training ISO 27001 Information Security Management Systems 


We offer ISO 22000 courses as below (ISMS) Training Courses 
=" Foundation & Internal Auditor Training courses have been developed for all learning styles 
= Lead Auditor Training and are taught by industry leading subject matter experts. 


ISO 27001 Internal Auditor Training & Understanding & Implementation 
This three-day course provides a solid foundation on the ISO 27001 standard, the ability to interpret and implement 
requirements, and the skills and techniques to measure the effectiveness of an information. 


ISO 27001 IRCA ISMS Lead Auditor Training 

IRCA-accredited ISMS ISO 27001 five-day course focuses on effective auditing of information security management systems 
against the ISO 27001 standard, planning and preparation of audits, audit techniques, and audit reporting. 

ISO 22301 Certified Lead Auditor Courses 


ISO 22301 Internal Auditor Training & Understanding & Implementation 
This three-day course provides a solid foundation on the ISO 22301 standard, the ability to interpret and implement 
requirements, and the skills and techniques to measure the effectiveness of an information. 


ISO 22301 IRCA ISMS Lead Auditor Training 
IRCA-accredited five-day course focuses on effective auditing of Business Continuity Management System (BCMS) based on 
ISO 22301, planning and preparation of audits, audit techniques, and audit reporting. 


ISO 50001 Energy Management Systems Training Courses 


Training offers a range of ISO 50001 Energy Management Systems (EnMS) training courses, including: 


ISO50001 Internal Auditor Training 

This three-day course provides a solid foundation on 
the ISO 50001 standard, the ability to interpret and 
implement requirements, and the skills and techniques 
to measure the effectiveness of an energy management 
system through an internal audit. 


Project Management Professional & Certified Lean Six Sigma 


ISO 50001 IRCA Lead Auditor Training 

This five-day course focuses on effective auditing of 
energy management systems against the ISO 50001 
standard, planning and preparation of audits, audit 
techniques, and audit reporting. 


Project Management Courses Lean Six Sigma Certified Courses 
= Project Management Professional = Certified Black Belt 

= Professional in Business Analysis = Certified Green Belt 

« Risk Management Professional = Certified Yellow Belt 


=" One-year Quality Manager Diploma 


Personnel Certification as per ISO 17024 


Personnel Certification 
INAT Offering personal certification in the field of: 


= Certified Concrete Technician = Certified Vendor Inspector (Mechanical) 

= Certified Asphalt Technician = Certified Vendor Inspector (Electrical) 

= Certified Soil & Aggregate Technician " Certified Quality Control Procurement Supervisor/ Manager 
* Certified Chemical Technician " Certified Calibration Inspector Force/Torques 

= Certifies Laboratory Supervisor " Certified Calibration Inspector Dimensional 

" Certified Geotechnical Supervisor = Certified Calibration Inspector Temperature 

= Certified CPT operator = Certified Calibration Inspector Analytical 

= Certified Drilling Technician = Certified Calibration Inspector Pressure 

* Certified Mechanical Technician = Certified Calibration Inspector Electrical 

* Certified Instrumentation Technician " Certified Calibration Inspector Instrumentation 
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INAT is committed to providing most effective training with the expertise gained over the past few years in the inspection of 
power stations, pressure vessels, structures, engineering components, pipe systems, storage tanks and aerospace components. 
Our course structure is designed to provide custom training programs, best practices leading to gaining thorough knowledge 
in practical Non-destructive testing. 


TRAINING, PREPARATION AND CERTIFICATION 


= АР! 510 Pressure Vessel, API 570 Piping , API 653 Tanks and API 580 Risk Assessment Preparatory Courses 
= American Welding Society( AWS)- Welding Inspector Preparatory Courses 

= Welding Inspector Certification Courses-TWI-CSWIP 3.1& Senior Welding Inspector as per 3.2 

= Painting And Coating Inspector Courses (BGAS & NACE) 

= Third Party Vendor Inspection Courses (Mechanical & Electrical) 

= ASNT Level 3 Preparation Courses іп All The Methods 

= Radiation Safety Officer Preparatory Courses (RSO) 

= Radiation Safety course for Industrial NDT Technicians, 

= Radiation Safety course for NDG Technicians, 

= Plant & Inservice Inspection course 

= Welding Procedure Specification (WPS) & Welder Qualification Tests (WQT) Preparation Courses, 
" МАСЕ Corrosion Engineer Preparation Course, 


= Railway Line Inspection Techniques 


ASNT LEVEL 1 & LEVEL II TRAINING & CERTIFICATION 


We provide NDT Training and Certification to internationally recognized certification scheme and employer based scheme as 
рег ASNT SNT -TC-1A and ANSI/ASNT CP-189. With our well experienced and qualified ASNT Level III instructors, we also 
provide in-house NDT Training Tailored to meet client requirements, in the following methods. 


CONVENTIONAL NDT TRAINING CONVENTIONAL NDT TRAINING 

* Radiography Testing (RT) = Phased Array Ultrasonic Testing (PAUT) 
* Ultrasonic Testing ( UT) * Time-of-Flight Diffraction (TOFD) 

= Magnetic Particle Testing (МРТ) = Eddy Current Testing (ET) 


= Liquid Penetrant Testing ( LPT) 

= Visual Testing (VT) 

= UT of TKY Joints ( Ultrasonic Testing of T, KY joints) 
= Radiographic Testing Film Interpretation (RTFI) 

= Ultrasonic Thickness Gauging (UTG) 


Course Contents 

Presentation of theory is easy, but the development of a top performing technician, professional or supervisor is not. This 

step requires a thorough knowledge of the industry and an understanding of the problems faced by the people who make the 

industry work. Keeping in view, our Course Contents are designed and developed more on practical aspects of NDT. 

ASNT LEVEL I & II TRAINING PARTICIPANTS BASE 

=" Our participants come from wide range of industries including Oil & Gas, Chemical, Aerospace, Automotive, Energy, 
Inspection Companies, Power, Rail & Research laboratories. 

= Also included are the international participants from Middle East countries, Malaysia, Europe, Bhutan, Nepal, Pakistan and 
India. 


INAT EXAMINATIONS PROCESS 


= The examination will be in accordance with required standards 

" Candidates should plan to arrive at the examination site at least 30 minutes prior to the scheduled examinations. 

" Мо опе will be admitted after an examination has started. Candidates will receive results within a week after the exam. For 
some it take up to 30 days 

= For Personnel certification related training courses, candidates will receive their certificates 1 week after the exam. 

=" Candidates who fail to achieve a passing score will be required to sit for the exam again. 4/4 
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INAT will completely bid your project to provide a full spectrum of services to 
manager the actual construction process. Our proactive and adaptive approach 
ensures that projects run efficiently, on schedule and on budget every time. INAT 
is responsible for providing all material, equipment and labor needed during 
construction for buildings, real estates, government sectors projects and private 
developers. 


Construction 
Phase 
Including 


Surveying & 
Materials 
Testing 


Project Owner 


Value Project 


Close-Out Occupancy 


Engineering Scheduling 


Onsite 
Supervision 


PROJECT SITE SURVEY 


Our resourceful survey team throughout Saudi Arabia are highly qualified to take 
necessary information at early stage of the project. This will give Project 
Management team concrete details in preparation for planning and real schedule 
forecast of execution. 


PROJECT MANAGEMENT TEAM 


We provide outstanding Specialized Project Management team applied to 
specific projects. From planning stage through the execution phases for the 
purpose of achieving common project objectives, including project safety, quality 
management, cost, time, and project completion. 


FACILITIES AND EQUIPMENT 


To execute projects on time we have sources of reliable equipment and machines 
such as heavy equipment, Loaders, Cranes, Compactors, Excavators, Motor 

Graders, boom lifts, man-lifts, man-cages, welding machines and scaffolding. We 
operate projects with presence of full time Safety officer to ensure zero-accident 


workplace. 


HIGHLY SKILLED MANPPOWER 


We offer highly skilled manpower on site to guarantee project completion on 
time. We have flexible team like that will provide expertise in contracting filed 
and to expedite the project in timely manner. m 
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PROJECT SITE SURVEY 
MANAGEMENT TEAM 
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INAT Group develop a highly qualified and reliable experience team for ASSEMBLY 
& ERECTION of the following: 

= Support Structure 

u Mechanical Structures 

" T-BOX/ Elbow 

" Expansion Joints 

= Transition Ducts 

" Exhaust Stacks 


Our range of services includes: 


Project Site Survey 

= Our resourceful survey team throughout Saudi Arabia are highly qualified to 
take necessary information at early stage of the project. This will give Project 
Management team concrete details in preparation for planning and real 
schedule forecast of execution. 


Erection Project Management Team 

" We provide outstanding Specialized Erection Project Management team 
applied to specific erection projects. From planning stage through the 
execution phases for the purpose of achieving common project objectives, 
including project safety, quality management, cost, time, and project 
completion. 


Erection Facilities & Equipment 

" To execute projects on time we have sources of reliable equipment and 
machines such as cranes, boom lifts, man-lifts, man-cages, welding machines 
and scaffolding. We operate projects with presence of full time Safety officer 
to ensure zero-accident workplace. 


Highly Skilled Manpower 

u We offer highly skilled manpower on site to guarantee project completion on 
time. We have flexible team like Mechanical QA/QC Supervisor, Project 
Safety Officers, Welding Supervisors, Rigging Supervisor, Cladding Supervisor 
and Scaffolding Supervisor. We can provide highly skilled Welders, Riggers, 
Fitters, Fabricators, Cladders and Scaffolders. 
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IT SERVICES 


INAT Suite of advanced business applications and IT Services have been evolving since 2006 and are well recognized 
across the globe. Conceived by a team of professionals focused on developing cost-efficient software solution, the 
INAT Suite today stands for a wide range of comprehensive, versatile IT solutions with short deployment cycles. We at 
INAT strives consistently to provide solutions and products using emerging technologies with high quality standards. 
" Track event across business locations 

" Significantly increase operational efficiencies 

= High Return on investment (ROI) 

«u Cherry pick from the package of modular solutions to suite your company's needs today 

" Access and update information in real time 

« Employees can access relevant information in minutes 

" Facilitates data sharing across any number of office from a central location 

= Reasonably priced solution that is guaranteed to bring you the best return on investment 

= With the development time span of just 2 months, you can experience the benefits almost immediately 


Specialized In: ERP Module: 

« Network Monitoring tools running on Linux platform. Using (Cacti, INAT is offering ERP based modules for different 
Nagios, Smokeping) industries by developing: 

= Desktop application using Visual Studio CH and SQL Server. = HR Module 

= Vulnerability Assessment and Penetration test. « Accounts / VAT Module 

« Website deployment using WordPress. (Content based). = Testing Module 

= Technical Support remote assistance running on OSX, Windows or « Purchasing Module 
Linux desktop. = Calibration Module 

" ERP = Fleet Module 

= Mobile App Development «a Inventory Module 

= Web Development (WordPress, Joomla, Magneto etc.) " Inspection Module 

u Internet Marketing Services (SEO, SEM, Leads Generation) = Fixed Assist Module 


u Telecommunication Items 
= Computer Supplies & Accessories 


Web Based Solutions: We are offering smooth and seamless range of web-based solutions to add crisp factor for your online 
presence. Our developers are skilled enough to meet your expectations with regards to generate more leads and sales for your 
business. Rate on Investment is an important matter for all businesses, we know it and our state-of-the-art developers are 
offering top notch web-based services on different scales because we know how to exploit the powers of different technologies. 
We make sure that your website works 'responsively' on all devices. 


"We are a reliable partner for companies who consider outsourcing web development. As a solid firm with 10 years of extensive 
experience within the global marketplace, ability to offer best turnaround for your projects. We take care of your business & 
marketing goals through our innovative and competitive business solutions." 


Are you looking for a reliable and competitive Web Development Services? That's a great idea! Why? Because we are offering 
our range of quality services in areas of Web Development, Internet Marketing, Brand Recognition, Graphic Designing, App 
Development, Social Media Optimization, ERP Solutions and Software Development to meet your expectations. But you already 
knew that. That's why you're here, isn't it? We're more inexpensive than others, providing high-quality solutions for less money. 
Want to check out just how smart and competitive we are ? All you have to do is contact us. 


Mobile App & Software Development: 

Our services are not just confined to Web Based Solutions, but our Software Development Team is well informed and offering a 
wide range of Mobile App and Software Development options which allows our clients to experience a unique and exemplary 
custom mobile app & software solutions. With the core concept of business lead generation and to maximize the ROI for your 
business within this competitive world, our Android / iOS developers are skilled enough to develop enchanting and sleek Apps 
for your business. 


Business lead generation is of a prime concern to gain maximum profitability. Keeping in view of this major business concept; 
our developers are skilled enough to develop enchanting mobile apps for your business. YES! You must immediately start 
thinking to develop Android / iOS app for your business to remain in contact with your customers. It is important to know the 
fact that: 
*You are out of Business if you don't have a Prospect! * 
Let's INAT be your business partner for making your dreams come true. Contact Us Today 2/2 
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Since 1974 we supply Equipment and provide After-Sales Service along with 
well-known manufacturers from all over the world in Airport Sector . 
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AIRPORT EQUIPMENT AND GROUND SUPPORT 
AVIATION SERVICES EQUIPMENTS 


HYCOM 


MRO (MAINTENANCE REPAIR m, HELIPORT EQUIPMENT AND 
OVERHAUL) LIGHTINGS 


CONVEYOR SYSTEMS CHECK IN COUNTERS 


AIRFIELD LIGHTING 


181-368 | 


2 EM 
ACCESS TECHNOLOGY 


€ 


LOADING EQUIPMENT 


RUBBER AND PAINT REMOVAL AIRFIELD FUEL TANK ELECTRIC CARRIERS HYDRAULIC EQUIPMENTS 
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COMPLETE HELIPORT SOLUTIONS 


ICAO and FAA professional solutions manufacturers for the 
Aviation sector 


HELIPORT SOLUTIONS COVERS DESIGN, PLANNING, ENGINEERING, EQUIPMENT SUPPLY, 
INSTALLATION, TESTING AND COMMISSIONING AND FULL TECHNICAL SUPPORT. WE 
ALSO SUPPLY ESSENTIAL SUPPORTING EQUIPMENT INCLUDING LIGHTING SYSTEMS, FIRE 
SUPRESSION, NAVIGATION AND COMMUNICATION AIDS, WEATHER MONITOR, WIND 
INDICATION, SAFETY NET, SLOPE INDICATORS, HANGARS AND HELIWAGON. 


(SAFETY LANDING NETS | LANDING NETS (| SAFETY NETTING SYSTEMS | NETTING SYSTEMS FUEL | FUELCONTANMENT — | 
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Since 1974 we supply Equipment and provide After-Sales Service along with 
well-known manufacturers from all over the world in Seaport Sector. 
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Since 1974 we supply Equipment and provide After-Sales Service along with 
well- — manufacturers from all over the world in Railway Sector . 
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DIESEL AND THERMAL EQUIPMENT 
" Engines 

" Engine components/spares 
u Traction motors 

= Generators 

u Mechanical equipment 

" Cooling equipment 

u Hydraulic transmission 

u Gears/shafts/couplings 

= Fuel handling/lubricants 

u Turbochargers 

u Fire detection/suppression 


COMPLETE TRACTION PACKAGE 
u Traction motors 

= Transformers 

= Auxiliary power 

u Gears/shafts/couplings 

u Electric braking 

" Cooling equipment 

= Static power conversion 

u Converters/inverters 

u Fire detection/suppression 

= Current collection/Pantographs 


ELECTRICAL COMPONENT 

= Cab equipment 

= Speedometers/safety devices 
u Diagnostics/fault loggers 

"u Data recorders 

" Train management systems 
= Power converters 

= Control equipment 

= Cables/wiring 

= Batteries 

" Electronic components 


Еі 
(CB RAILTEX 


AREMA | RSI | REMSA | RSSI 
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ELECTRIFICATION 

" Complete AC 

" Complete DC 

=  Substations/transformers/rectifiers 
= Power supply/distribution 
" Fixed installations 

= Catenary 

=" Power lines/cables 

= Third rail/conductor bar 
= Inspection cars 

" Inspection/ Maintenance 


SIGNALLING AND CONTROL 
" Complete train control 

m Subsystems 

u Interlocking 

" Automated driving 

" Remote control 

=  Panels/displays 

u Track circuits/axle counters 
" Points control 

u Lineside signals 

" Power supplies 

u Level crossing protection 

= Train health monitoring 

u Installation/maintenance 


TRACK MATERIALS AND EQUIPMENT 
" Rail 

" Sleepers 

= Points/crossings 

= Fastenings/spikes 

= Track components/Equipment 

= Baseplates/matting 

u Ballast less track 

= Welding materials/equipment/services 
= Point heaters/weather protection 

= Tracklaying machines 
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TRACK MAINTENANCE 


Maintenance machines 
Tamping/levelling/lining 
Ballast cleaners 

Ballast regulators/stabilizers 
Other machines/road-rail 
Track recording cars 

Rail flaw detection 

Rail re-profiling 

On-site welding 
Lighting/warning systems 
Cranes/re-railing 

Tools & equipment 
Renewal/maintenance 
Calibration 
Non-Destructive Testing 
Inspection 


BUILDING AND STRUCTURE 


Civil works/bridges/tunnels 
Station/street furniture 
Modular components 

Signage 

Platform screen doors 

Safety systems 

Lifts & escalators 
Survey/inspection/maintenance 


ADVANCED WEATHER MONITOR 


Meteorological Sensors for Harsh 
Environments 

Sand Drift Monitor 

Windblown and Sandstorm Monitor 
Rain and Hail Precipitation Monitor 
Extreme Wind Monitor 

Sand Height Level Monitor 

Remote Monitoring Systems 


Middle Ea mu 


RAIL 


SaudiRail 


The International Exhibition for Rail, 
Metro Lines & Urban Transportation 
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HOSPITAL HELIPAD 
SOLUTION. 


| INAT GROUP OF COMPANIES 
www.inatgroupofcompanies.com 
Since 1974 


Since 1974 we supply Equipment and provide After-Sales Service along with 
well-known manufacturers from all over the world in Hospital Sector. 


MODULAR OPERATION ROOMS 


Modular Wall Panels Floor Systems Ceiling Systems 


Material start from Stainless Steel, The conductive floors properly installed The panel modules match with the wall 
Galvanized Steel Panels, Glass Panels , alienate any electrostatic charge system grid dimensions and each panel 
Printed Glass Panels , High Pressure created. Used in areas with very high can be detached individually. 
Laminate with substructure. standards of safety and sensitivity. 


Doors and Windows Air Conditioning System Control Panels 
Automatic and manual sliding and Laminar Flow systems works with a The Touch Panel provides a solution 
hinged doors/windows with integrated vertical, turbulence-free displacement that meets the demands of modern 
X ray protection and blinds. flow, supply and installation. medical equipment. 


HOSPITAL EQUIPMENTS 


In medical locations, all efforts are focused on the patients and their recovery. Even a brief power failure can 
jeopardize successful diagnostics and treatment and therefore the health of the patient. For this reason, the 
requirements for power supply reliability are very important. Allows the implementation of all measures to improve 
the power supply in medical locations and is the perfect solution in the healthcare system. 


BENDER IS THE WORLD LEADER IN HEALTHCARE POWER SAFET Y! 
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System System Elements 


The flexible, prefabricated, modular system for operating theatres, We offer complex solutions for operating theatres including following 
preparation rooms, scrub areas and other hospital rooms. The design elements: 
of the modular system is carried out in accordance with technical = Wall systems, Ceiling Systems, Doors 
building requirements. = Observation windows and pass-through windows 
" Surgical scrub sinks 
The advantages of the system are: " Control Systems 
Y Quick Installation time u Medical cabinets 
У Surfaces are clean and easy to disinfect = Laminar ceilings and exhaust grills 
V Effective prevention against bacteria = Surgical Lights 
У Easy access to all deices behind walls = X-Ray viewers 
У Easy dismantling for new construction, renovation or maintenance a Flooring 
Y Mechanical durability and corrosion resistance = Electrical Switches and gas sockets 
У Perfect integration with other equipment as surgical scrub sinks, = Cameras 
cabinets, ventilation devices, X-Ray viewers, etc. = Monitors 
У Modern and aesthetic looks " Clocks 


MAINTENANCE 


Healthcare standards requires testing of Isolated Power System, Isolated Power Panel, Surgeons Control Panel, 


Touch Control Panel, Remote Alarm Indicators and Remote Alarm Annunciators in healthcare facilities. 
Isolated power systems must be kept in peak condition to ensure safe conditions for both patients and staff and to ensure peak condition of 
these systems, as well as to ensure certification of meeting requirements of IEC, NFPA, NEC, and JCAHO regulations and standards. 


Monthly Periodic Testing and Certification by BENDER Qualified Engineers 
NFPA 99 and IEC 60364-7-710 requires periodic testing of isolated power systems in healthcare facilities. 
BENDER's testing and maintenance evaluation includes: 

" Visual inspection, 

= Measurements of hazard current and system impedance, both resistive and capacitive 

" Applied fault testing to the system 

u Line isolation monitor testing and calibration 

= Remote Annunciator and Remote Alarm testing 

« Thermography for all components 

= Receptacle retention force test 

" Verify lugs and breaker torques 

u Verification of proper equipment grounding 

" Complete preventive maintenance test report 

« Bound documentation of all testing and evaluation reports and results is provided. 


Isolated Power Isolated Power Surgeon Control Panel & Line Isolation Remote Alarm 
Panels System Touch Control Panel Monitor Indicator 


CALIBRATION 


We calibrate all your equipment to exacting standards. Calibration services performed by INAT Qualified Technician. We 
use definitive measurement practices, standard metrology principles, and high-end standards to determine if a test 
instrument is performing according to the manufacturer's specifications or special specifications agreed upon by the 
customer. This service gives our customers the confidence in the measurements they will make with their test 
instruments. Our calibration includes Testing, Validation and Calibration of Biomedical Equipment, Laboratory 
Equipment and all other hospital equipment. 
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TRAINING 


We provides complete Training to hospital maintenance staff on care and use 
of isolated power systems and Bender equipment. Training conducted by 
| factory certified Engineer. 


HOSPITAL HELIPAD SOLUTION 


ELEVATED ALUMINUM HELIPAD SYSTEM 

= Marine grade aluminum 53.76kg per square meter 
= Tongue and groove connection 

" Solid surface with built in non-slip 

= Able to support any shape or configuration 

= Able to support any size helicopter 

= Fuel and waterproof 
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PARKING LOT DESIGN 


ICAO/CAA/FAA COMPLIANT FOAM FIREFIGHTING SYSTEM PORTABLE FIREFIGHTING 
LIGHTING SYSTEMS EQUIPMENT 
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SAFETY NETTING SYSTEMS 
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Since 1974 we supply Equipment and provide After-Sales Service along with 
well-known manufacturers from all over the world in Oil and Gas Sector. 
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Since 1974 we supply Equipment and provide After-Sales Service along with 
well-known manufacturers from all over the world in Electrical Sector . 
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ACOUSTIC LEAK DETECTION 
= Surveying 
= Pinpointing 


AUTOMATIC TRANSFER SWITCH 
= Frequency and Voltage Sensing 
" Engine Control Contact Point 

" Engine Control Contact Point 

= Control System Testing 


CATHODIC PROTECTION 
" Galvanic Cathodic Protection 
" |mpressed Current Cathodic Protection (ICCP) 


DISTRIBUTED CONTROL SYSTEMS (DCS) 
= Engineering Workstation 

= Operating Station or HMI 

= Process Control Unit of DCS 

" Communication System 

=" Smart or Intelligent Devices 


FIBER OPTIC CABLE 

m Distribution cable 

u Loose Tube cables 

u Micro-Distribution cables 

= Breakout cable 

" Simplex cable 

" Duplex 

w Aerial cable 

= Armored Distribution Cable 


FIRE DETECTION AND ALARM 

= Fire Alarm Control Panel (FACP) 
" |nitiation Devices 

= Notification devices 


GENERATOR 

" AC generators 

= DC generators 
= permanent-magnet DC generators 
= Separately-excite DC generators 
u Self-excited DC generators. 


INDOOR CONTROL CABINET 
" Electrical Power Components 

= Circuit Breakers 

" Fused Disconnects 

= Motor Starters 

= Soft Starters 

" Variable Frequency Drives 
" Electrical Power Components 

"= Control Relays 

" Timing Relays 

" Programmable Logic Controllers (PLC) 
" Electrical Operator Devices 

" Pilot Devices 

" Digital Meters 

= Operator Interfaces 


MOTOR CONTROL CENTER (MCC) 

" (Combination motor starters 

" |nstrument transformers 

" Motor protection devices 

" Main bus, cable entry compartments, vertical bus, 
control cables 

= Push buttons, pilot lights 

= Breaker or switch handle 

= Mounting pans 

= Programmable logic controllers PLC (processor 
module, 1/O, network interface and other 
associated modules) 2/3 


SWITCHRACK 
Visual and dimensional control 
Mechanical running control 


Working control 
Hydrostatic test 
Grinding check 


Insulation resistance measuring 


Insulation test / Electrical running test 


TRANSFORMER 


Step-Up Transformer 
Step-Down Transformer 
Air Core Transformer 
Iron Core Transformer 
Auto Transformer 

Power Transformer 
Distribution Transformer 


SWITCHGEAR 
" Low voltage switchgear assemblies 
o Molded case (MCB) or power (air magnetic) circuit 
breakers (draw out or fixed) complete with or without 
o integral overcurrent protection device (thermal- magnetic, 
o Solid state or microprocessor based) with or without zone 
interlocking provision 
o Cradle (for draw out versions only) 
о Fixed potential and control power transformers 
o Current transformers 
o Interface and back barriers 
o Main bus bars, run backs, bus risers and cable lugs 
(compression or mechanical) 
о Protective fuses for breaker control circuits, instrument 
compartments 
o Circuit breaker accessories, breaker lifting devices (integral 
with gear) 
o Fused or unfused interrupter switches 


MOTORS o Protective and monitoring auxiliary relays 
u Rotor o Metering devices (ammeters, voltmeters, watthour meters, 
" Bearings wattmeter and digital metering packages -D.M.P .) 
= Stator o Control switches and indicating lights 
= Airgap 
" Windings = Medium Voltage switchgear 
" Commutator o Draw-out circuit breakers (oil, air, SF6, vacuum) 
о Switching device (load break or disconnect) with or w/o 
MV CABLES fuses (power current limiting or power expulsion 
u Teck Cables o type) with or w/o blown fuse indicator/actuator 
= Shielded Power Cable o Instrument transformers 
= Concentric Neutral Cables o Capacitor tripping device 
= Paper-Insulated Lead-Covered Cables o Relays 
(PILC) o Meters & instruments 
" Submarine Cables o Main bus 
" Mining Cables o Control & indicating devices, jumpers, cable lugs, cable 
supports and potheads 
PROGRAMMABLE LOGIC CONTROLLER o Barriers and shutters 
(PLC) o Instrument compartments 
u |/O o Test switches and breaker accessories 


Communications 


HMI or Human Machine Interface 


REMOTE TERMINAL UNITS (RTU) 


Power Supply 
Digital Inputs 
Analog Inputs 
Analog Outputs 
Digital Outputs 


Software and Logic Control 


WENT PROFESSIONAL ELECTRICIAN 


CONFETENCE a 


THE ELECTRICIANS’ EXHIBITION 


Along with material supply, we also perform Electrical and 
Instrument Vendor/ Manufacturer Inspection & Assessment 
Wires and Cables, Conduits, RSG, PVC, Transformers, Switch 
Gears, Switch Racks, Panel Boards, Control Systems, Fire 
Fighting System, Security Systems CCTV, Paging Systems/ 
Fence Intrusion Systems, Electrical fixtures, Lighting Poles, UPS 
System, Cathodic Protection and others. 
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Since 1974 we supply Equipment and provide After-Sales Service along with 
well-known manufacturers from all over the world in Industrial Sector. 
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Industrial Development [ 


V We u sstands the risks of having insufficient protection in 


p you all EUMD to avoid the du. ај 
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Manufacturing and Production 
We have huge experience Improving safety of machines with 
perfect condition monitoring: OurSolution are used in a wide 
range f sectors of mechanical engineering in order to 
simplify planning, service, maintenance and repairs. Subjects 
such as quick troubleshooting, seeured energy quality.or 
status-based maintenance (predictive У" еаѕу 
to implement. 
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Mining and Drilling 

Mining describes the detection, development, extraction and 
preparation of ground materials in the top layers of the 
earth crust using technical systems and equipment. In this 
extreme working environment, human lives depend directly 
hnology. Monitoring 

devices not only save № > also ensure smooth 
processes and maximum Naab of the technical 
equipment and systems required to extract the mineral 
resources. 


Energy and Power 


Due to high demand of power in this region it is very difficult 
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PROFESSIONAL ELECTRICIAN 
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Since 1974 we supply Equipment and provide After-Sales Service along with 
well-known manufacturers from all over the world in Solar Sector. 


SOLAR PANEL PANEL MOUNTING BATTERY 


INVERTERS 


AUTOMATIC PANEL CLEANER CHARGE CONTROLLERS METROLOGICAL SENSORS 
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representative 
and distributor of 
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Inspecting, Assessing and 
Monitoring the World 


inspection@inatt. 


‘contracting@inatt.com: 
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ecONTRAGTING | 


Vendor Quality Painting and Coating 
Surveillance/ Third Party Procedure Qualification 
Vendor Inspection/ and Failure Assessment , 
Material Inspection Cathodic Protection 


Management System 

Certification Body Welder Qualification 
Audit & Process 

Improvement Support 


In Services Inspection & 
Other Inspection 
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INAT SAUDI ARABIA 


INAT International Agent Establishment 
PO Box 30060, Al Khobar 31952 


Eastern Province, Kingdom of Saudi Arabia 


info@inatt.com 


INAT BAHRAIN 


INAT Corporate Europe Co. W.L.L 

Office 1309, Sitra Mall, Bldg No. 574, 
Road 31, Block 611. , Kingdom of Bahrain 
info@inatcorporateeurope.com 


INAT PHILIPPINES 


INAT Hanayap Services 

Blk 30. Lot 16,Magdalene Ville 2, 
Bacolod City, Philippines 
info@inatpacificasia.com 


INAT NETHERLANDS 


INAT Overseas Company B.V. 

Gustav Mahlerplein 2, 

1082 MA, Amsterdam, The Netherlands 
info(Qinatoverseascompany.com 


INAT ENGLAND 


INAT UK Multinational LTD 

46 Cameron Road llford, 

Essex IG3 8LF, United Kingdom 
info@inatukmultinational.com 


INAT EMIRATE 


Business Tower, Floor 8,Office # 811 
Business Bay, 

Dubai, United Arab Emirates 
info@inatemirates.com 


INAT PAKISTAN 


INAT International Agent Pvt. ltd 
283 Zeenat Block, Alama Iqbal Town, 
Lahore, Islamic Republic of Pakistan 
info@inatpakistan.com 


